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-9106050059 Safety evaluation
* Office of Nuclear Reactor
58004:034-58004:035.

.^r___a....._.._..-  _     :enseDPR-46.

Regulation, Director (Post 870411). 91/05/22. 2pp.

9106050062 Forwards amend 142 to license DPR-46 & safety evaluation. Amend
changes tech specs to remove cycle-specific reactor physics parameters & incorpo-
rate them into new document called core operating limits rept.

O'CONNOR.P.W. Division of Reactor Projects - III.IV.V (Post 901216). 91/05/22,
HORN.G.R. Nebraska Public Power District. 3pp. 58004:001-58004:026.

-9106050066 Amend 142 to license DPR-46,changing tech spec to remove cycle-spe-
cific reactor physics parameters & incorporate them into new document called core
operating limits rept.
QUAY.T R. Project Directorate IV-1. 91/05/22. 20pp. 58004:004-58004:023.

-9106050068 Safety evaluation supporting amend 142 to license DPR-46.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/05/22. 3pp.
58004:024-58004:026.

9106060183 Forwards notice of issuance of environ assessment & finding of no signifi-
cant impact re licensee 890831 application for amend concerning expiration date for

O'CQNNOR.P.W. Project Directorate IV-1. 91/05/22. HORN.G.R. Nebraska Public
Power District. 3pp. 57931:104-57931:117.

-9106060192 Environ assessment & finding of no significant impact re change in expi-
ration date of license DPR-46.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/05/22. 7pp.
57931:107-57931:113.

-9106060197 Notice of issuance of environ assessment & finding of no significant
impact re licensee 890831 application for amend to license concerning expiration date
of license.
QUAY.T.R. Project Directorate IV-1. 91/05/22. 4pp. 57931:114-57931:117.

9106210244 Approves 910425 application & GE 910205 affidavit requesting withholding
of EAS-019-0489, "Evaluation of Reducing Water Level 3 Setpoint for Cooper Nuclear
Station" (ref 10CFR2.790).

O'CONNOR.P.W. Project Directorate IV-1. 91/06/06. HORN.G.R. Nebraska Public
Power District. 4pp. 58207:344-58207:347.

9106180013 Application for amend to License DPR-46,consisting of Proposed Change
96 to Tech Specs re verification of equipment operability by exam of appropriate plant
records.

HORN.G.R. Nebraska Public Power District. 91/06/07. Document Control Branch
(Document Control Desk), 12pp. 58175:001-58175:047.

-9106180016 Proposed Tech Specs re verification of operability of equipment by exam
of appropriate plant records.

*  Nebraska Public Power District 91/06/07. 35pp. 58175:013-58175:047.

9106180322 Forwards response to questions on license extension to 40 yrs from OL
issuance.per 910501 Itr.

HORN.G.R. Nebraska Public Power District. 91/06/07. Document Control Branch
(Document Control Desk). 4pp. 58178:351-58178:354.

9106260276 Forwards amended Section 2.02 to decommissioning funding plan.per
10CFR50.75.

HORN.G.R. Nebraska Public Power District. 91/06/17. Document Control Branch
(Document Control Desk). 5pp. 58236:094-58236:098.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York. Inc. 85pp. 57906:176-57906:262.

9106060095 Responds to 910314 Itr to clarify NRC position on insp of RWCU pipe
welds.

O'CONNOR.P. Project Directorate IV-1.91/05/24. HORN.G.R. Nebraska Public Power
District. 3pp. 57918:344-57918:346.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106140076 Provides current schedule for electrical distribution sys functional insp to be
performed during Jul & Aug 1991.

COLLINS.SJ. Region 4 (Post 820201). 91/06/10. HORN.G.R. Nebraska Public Power
District 3pp. 58147:307-58147:309.

R. Periodic operating reports & related correspondence

9106100296 Monthly operating rept for May 1991 for Cooper Nuclear Station.W/910603
Itr.

KERNES.EA,  MEACHAM.J.M.  Nebraska  Public  Power  District.   91/05/31.   5pp.
58052:024-58052:028.

S. Reportable occurrences, LERs & related correspondence

9106100118 LER 91-002-01 :on 910324,reactor water cleanup isolation occurred due to
high sys temp.Caused by inadequate design. Design process for plant changes
strengthened since design completed.W/910603 Itr.

MYERS.J.R.,   MEACHAM.J.M.   Nebraska   Public   Power   District.   91/06/03.   7pp.
58162:100-58162:106.

9106130222 LER 91-005-00:on 910511,unplanned startup of diesel generator number 2
occurred due to equipment deficiency during plant startup.Caused by insufficent action
of breaker.Breaker shimmed & reinstalled.W/910607 Itr.

REEVES.D.L,   MEACHAM.J.M.   Nebraska   Public   Power   District.   91/06/07.   6pp.
58150:147-58150:152.
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F. Security, medical, emergency & fire protection plans

9106100375 Advises that switchgear bypass mod completed within schedule committed
to in 901221 request for schedular exemption from 10CFR50.48(d)(4) re fire protec-
tion features for dedicated shutdown sys.

FAY.C.W. Wisconsin Electric Power Co. 91/06/04. SAMWORTH.R.B. Project Director-
ate III-3, 2pp. 58017:297-58017:298.

9106120222 Submits revs to QA program description.per Section 1.8 of FSAR.per
910521 telcon w/Region III.Existing Class A fire door will be replaced w/250 F door &
access to Q-list info limited by programmed computer security.
FAY.C.W. Wisconsin Electric Power Co. 91/06/04. Document Control Branch (Docu-
ment Control Desk). 2pp. 58109:278-58109:279.

9106190118 Forwards safety insp repts 50-266/91-08 & 50-301/91-08 on 910402-0520
& notice of violation.

GREENMAN.E.G. Region 3 (Post 820201). 91/06/06. FAY.C.W. Wisconsin Electric
Power Co. 1p. 58142:268-58142:290.

-9106190130 Insp repts 50-266/91-08 & 50-301/91-08 on 910402-0520. Violations
noted. Major areas inspectedrplant operations, radiological controls.maint/surveillance
observations, emergency preparedness & security.
JACKIW.I.N. Region 3 (Post 820201). 91/06/06. 20pp. 58142:271-58142:290.

9106140002 Forwards assessment plan for turbine bldg fire hazards & potential impact
on reactor safety.in preparation for 910717 site visit.Assessment performed in re-
sponse to major turbine generator lube oil failure on 891019 in Spain.
SAMWORTH.R.B. Project Directorate III-3. 91/06/07. FAY.C.W. Wisconsin Electric
Power Co. 6pp. 58143:339-58143:344.

P. Operating license stage documents & correspondence

9106050324 Application for amends to Licenses DPR-24 & DPR-27, consisting of TS
Change Request 145,incorporating changes re pressurizer PORV & block valves &
overpressure mitigating sys operations.per Generic Ltr 90-06.
FAY.C.W. Wisconsin Electric Power Co. 91/05/30. Document Control Branch (Docu-
ment Control Desk). 16pp. 58004:076-58004:095.

-9106050386 Proposed tech specs,revising specifications 15.3.1.A.5 & 15.3.15 & tables
15.4,1-1 & 15.4.1-2 re pressurizer PORV & block valve requirements & overpressure
mitigating sys operations for facility.

* Wisconsin Electric Power Co. 91 /05/30. 4pp. 58004:092-58004:095.

9106060263 Informs that item re heat transfer capability of diesel generator glycol cool-
ers still open for verification. Response required within 30 days of implementation.
SAMWORTH.R.B. Project Directorate III-3. 91/05/30. FAY.C.W. Wisconsin Electric
Power Co. 3pp. 57935:005-57935:007.

9106100375 Advises that switchgear bypass mod completed within schedule committed
to in 901221 request for schedular exemption from 10CFR50.48(d)(4) re fire protec-
tion features for dedicated shutdown sys.

FAY.C.W. Wisconsin Electric Power Co. 91/06/04. SAMWORTH.R.B. Project Director-
ate III-3. 2pp. 58017:297-58017:298.

9106120222 Submits revs to QA program description.per Section 1.8 of FSAR.per
910521 telcon w/Region III.Existing Class A fire door will be replaced w/250 F door &
access to Q-list info limited by programmed computer security.
FAY.C.W. Wisconsin Electric Power Co. 91/06/04. Document Control Branch (Docu-
ment Control Desk). 2pp. 58109:278-58109:279.

9106100098 Ack receipt of 890215 proprietary & non-proprietary WCAP-12085, "Point
Beach Unit 2 Steam Generator Tubing Anomalous Tube Roll Transitions." No com-
ments provided.

SAMWORTH.R.B. Project Directorate III-3. 91/06/06. FAY.C.W. Wisconsin Electric
Power Co. 3pp. 57994:314-57994:316.

9106140002 Forwards assessment plan for turbine bldg fire hazards & potential impact
on reactor safety.in preparation for 910717 site visit.Assessment performed in re-
sponse to major turbine generator lube oil failure on 891019 in Spain.
SAMWORTH.R.B. Project Directorate III-3. 91/06/07. FAY.C.W. Wisconsin Electric
Power Co. 6pp. 58143:339-58143:344.

9106170242 Forwards Rev 1 to "Pump & Valve Inservice Testing Program Point Beach
Nuclear Plant."

FAY.C.W. Wisconsin Electric Power Co. 91/06/10. Document Control Branch (Docu-
ment Control Desk). 5pp. 58148:001 -58148:200.

-9106170244 "Pump & Valve Inservice Testing Program Point Beach Nuclear Plant."

*  Wisconsin Electric Power Co. 91/05/28. 150pp, 58148:006-58148:200.

9106200008 Informs that review of 910326 QAP description complete.QAP as revised
continues to satisfy requirements of 10CFR50,app B & acceptable.
WRIGHT.G.C. Region 3 (Post 820201). 91/06/17. FAY.C.W. Wisconsin Electric Power
Co. 1p. 58161:090-58161:090.

equency for RHR logic sys functional
